COX, MGR., GREAT ONYX CAVE HOTEL, MAMMOTH CAVE, KY 


RIVER VIEW, 

360 FT. BELOW GROUND LEVEL, 
GREAT ONYX CAVE, KY. 


GENUINE CURTEICH-CHICAGO C.T. ART-COLORTON E*' POST CARD (REG. U.S. PAT.OFF.) 


POST CARD 
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1B-H2656 











